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contract demand of 1.5 MVA in a day i: e, 24 hours a day . To be 
eligible for such rebate, industries should furnish a certificate 
issued by the Industries Department, Government ofGoa , to the 
effect that their industries are working on all the three shifts in a 
days. However, such certificate will not be insisted after TDD 
metering is installed ;" 


Notification 


120 / 2 /CEETECH / 2694 


(b ) in clause (4 ), for the words " who comply with this require 
ment,” the words " who comply with this requirement within a 
period of three months” shall be substituted ; 


In exercise of the powers conferred by section 23 read with 
section 51A of the Indian Electricity Act, 1910 ( Central Act 9 of 
.1910 ), the Government of Goa hereby amends theGovernment 
Notification No. 120 /2 /CEE / TECH /2035 dated 26th August, 1997, 
published in the Official Gazette , Series I No. 22 dated 1-9-1997 
(hereinafter called the " principalNotification ," ) as follows: 


(c) in clause (5 ), for the expression " Till such time TDD 
metering in installed ," the expression “ During the three months 
period mentioned in clause (4 ) above” shall be substituted . 


By order and in the name of the Governor of Goa. 


In the Schedule appended to the principal Notification , 

(a) for clause (2 ),the following shall be substituted ,namely: 
" Rebate in tariff as per the rate specified in clause (6 ) shall be 
applicable to the EHTIHTI category of consumers having a 


T. Nagarajan , Chief Electrical Engineer and Ex - Officio 
Additional Secretary to Government. 


Panaji, 15th October, 1997. 
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